Birth hate per 1,000 estimated resident population - 14.6 


ci Death Kete " . * } . ~ 15.9 


Death Hate of infants uncer 1 year of age 
| per 1,000 Live births - 48.7 


these figures compare very favourablg with those of 


Bagland and sales. 


ta) LABURATORY FACiLiviso.- Vontiract of £7,10.U.per annum with 
if the Huwergency Public Health Laboratory, memorial HOSpital, 
Feterborough has proved of immense value. Contract is still 
malnteined. 


Water.= ae titbe ihe supply in the viliage continues to 
6 @ source of danger. © Samples were taken 
irom diiierent weils during the year. One 
aa proved grossly Coutasiuated, five unfit for 
human consumption unless boiled, NO Shortage 
ef water has been reported, 


Great Casterton - Condition of water Supply iss 
Still unsatisiactory. iWO Samples taken, one 
reported as being unfit for use unless boiled, 


Closet Accommodation. - Pail closet in use tarougnhout the Listrict. 


Collection bu scavenging. 


Number of Dairymen in the District. - ol. 


MEAT AND OTAikK FOODS. - No slaughter houses are in use in the 

District District. Complaints were received 
Owing to dirty condition of meat de- 
iivered to butchers in tue District 
irom Meat Depot. tais condition we 
remedied by provision of lorry with a 
properly constructed meat container. 
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